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NOTES: 


MATERIAL: 6 PLYS FIBERGLASS, SEE GA001-4 COMPOSITE FABRICATION 
MANUAL FOR APPROVED MATERIALS 


PLY ORIENTATION = NONE 


PART IS MADE BY MOLD G10481-3M, SHAPE AND DIMENSIONS SHOWN ARE 
FOR REFERENCE ONLY 


PART IS TRIMMED TO FIT DURING ASSEMBLY 


FINISH: NONE, PART IS FINSHED AFTER INSTALLATION 


FOR REFERENCE, HOLE LOCATION DETERMINED BY TOOL G10440-SHOP-AID 
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